BLM   LIBRARY 


Map  Packet 


San  Gorgonlo  Pass  Wind  Energy  Project 
Draft  Environmental  Impact  Statement 

UNITED  STATES  DEPARTMENT    OF    THE     INTERIOR 
BUREAU   OF    LAND  MANAGEMENT 


TJ 

825 

.S26 

1982 

v.2 


arafeay?. 


LEGEND 

-  Public  land  under  BLM  Jurisdiction 

A  Existing  Meteorological  Tower 

*  Proposed  Wind  Turbine  Generator 

IBoeing  MOD-!  or  Hamilton  Slondord  WTS-4 

Proposed  Underground  Transmission  line 

Proposed  Overhead  Transmission  line 

B  Existing  Substation 

S  Proposed   Substation 

C  Ptoposed   Control  and   Maintenance  Building 

~  Existing  toads  (to  be  upgraded) 

■ Proposed  Roads 

H  Proposed  Temporary  Construction  Office  and  Yard 


SAN  GORGONIO  PASS  WIND  ENERGY  PROJECT 

WINDFARMS,  LTD. 

Proposed  Wind  Turbine  Generator  sites,  Road  locations,  and  Transmission  Line  system 


Proposed   Overhead   Iran 
Ex;, lino   Subnotion 
Proposed   Substation 
Existing  Roads 
Proposed   Roads 


MAP  2-2 


YRAIBL'  MJ8 


Proposed  Wind  Turbine  Generator  sites,  Road  locations,  and  Transmission  Line  system 


R.6E. 


LEGEND 


Public  Land  under  BLM  Jurisdi.lion 
Proposed  Wind  Turbine  Generators 

large  WTG 

Medium   WTG 

Small  WTG 

Proposed   Rood,   Underground  Transmis 

and  row  ol   small  WTGs 
Proposed  Underground  Transmission  Line 
Proposed  33  ItV  Ovorbeod  Transmission  L 
Existing   Substation 
Proposed   Substation 
Existing    Rood 
Proposed   Road 


SAN  GORGONIO  PASS  WIND  ENERGY  PROJECT 

SOUTHERN  CALIFORNIA  EDISON 

Proposed  Wind  Turbine  Generator  sites,  Road  locations,  and  Transmission  Line  system 


MAP  2-3 


BLM  LIBRARY 


R.4E. 


Public   I   under   IHM   Jurisdiction 

Proposed   Wind  Turbine   Generators 
Hamilton   Standard   WT5-4 
Weslinghouse  WWG-0500 
DAF  Indal 
Proposed   Overhead  Transmission   Line 
Proposed  Substation 
Proposed  Interconnection  Point 
Proposed   Control   and   Maintenance   Building 
Enisling  Road 
Proposed  Road 


Proposed  Wind  Turbine  Generator  sites,  Road  locations,  and  Transmission  Line  syste 


FIGURE  4-18     Television   Interference  Zone 
for  Large  Turbines 
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